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Message Text 

CONFIDENTIAL 

PAGE 01 BERLIN 05440 211155Z 
ACTION OC-06 

INFO OCT-01 EUR- 1 2 ISO-OO CCO-OO SY-05 /024 W 

064649 211737Z/50 

R 211148Z AUG 78 
FM AMEMBASSY BERLIN 
TO SECSTATE WASHDC 8012 
INFO AMEMBASSY BONN 
AMCONSUL FRANKFURT 

CONFIDENTIAL BERLIN 05440 

DEPT. FOR A/OC-EUR, BONN FOR RCO, FRANKFURT FOR OIC/RTC 

E.O. 11652: GDS 
TAGS: ASEC. AFAC 

SUBJECT: CCC INTRUSION ALARM SYSTEM. 

REF: A) OC/S MEMO TO RSO BERLIN DTD 12/22/77, B) OC/S 
MEMO TO SY/OPS/T DTD 1/1 1/77, C) BERLIN TECHNICAL 
SERVICES REPORT DTD 2/10/78 

1 . IN REF. A, OC/S STATED REQUIREMENT FOR RIGID CONDUIT 
BETWEEN MASTER CONTROL AND MONITOR UNIT FOR PROPOSED 
MOTION DETECTOR ALARM SYSTEM IN CCC OF AMEMBASSY BERLIN. 

2. REF. B INDICATED THAT CONDUIT AND ASSOCIATED HARDWARE 
REQUIRED FOR ALARM INSTALLATIONS WOULD BE SUPPLIED BY OC. 

3. PROPOSED ALARM SYSTEM WAS DESCRIBED IN DETAIL IN 
REF. C, INCLUDING COMPLETE LIST OF CONDUIT AND HARDWARE 
REQUIRED FOR INSTALLATION. REQUEST STATUS OF CONDUIT AND 
ASSOCIATED HARDWARE REQUESTED IN REF. C. BOLEN 

CONFIDENTIAL 
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